NATIONAL  SHRINE 
OUR  LADY  OF  LA  SALETTE 

Ipswich,  Mass. 

The  Vigil  Light  Chapel  at  Our  Lady's  Shrine  where 
personal  intentions,  symbolized  in  the  candle,  are 
placed  before  God  and  remind  Our  Lady  of  our  special 
needs. 
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